ELEVATION

South side

Ornamental wall in south-west should be the highest as

shown in the elevation.

The other ornamental (plain) wall towards north-east

side is higher than north-west side, hence this should be

avoided or reduced in height.

The levels of sipping roof should be lesser at north-east

than at south-west
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